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Curious Amufements for the INGENIOUS. 
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Perform'd by a Society of GENTLEMEN. 








From (dednefday September rit. to friday September 3d. 1708. 





Q. N Monday the Supernumerary Paper for 
September will be Pablith’d, 
Q. Gentlemen, I have been your Sub- 
feriber almof? ever Jince you fu st publifb- 
ed your Papers, but have never yet ventured to fend ym 
« Qusftion, ror frould I have done it now, bad not the 
reading of the So ution of the firft Queftion in the laft 
Apolie concerning Chrift’s defcent into Hell occafion'd 
st. The Queftion is this, fince there are fo many Opt- 
nions concerning our Saviour’s defcent into Hell, and we 
cannot be certain which is the right ; 1 defire to know 
whether we can juftly make it an Article of our Faith, 
For my part I am enclined to believe we ought not, and 
foall offer my Reafons, whith if you think not Sufficient 
I beg this favour of you, that you would fhew the In- 
fufficiency of them as foon as you can. Mp firtt Argu- 
ment is as follows, All Articles of Faith are Tiuths, on 
the belicf of which our Salvation devends. If this there- 
fore be an Article of Paich, our Salvation depends on the 
belief of it ; if fo, we muft all agree in the belief that 
Chrifl defcended into Hell. But fince we have no cer- 
tain Idea or meaning fix'd to the word Hell, bow can we 
agree im it any ct) erwife butinthe found of the word Hell, 
which I think noone will fay is fufficient. My [econ Ar- 
fument is,that evcry Man ougist to have the fame Faith 
about the fame Article. But let any one judge,whether a 
Man that believes, that Chrift de{cended inso the place, 
where the Devils are ( for that’s the Opinion of a great 
many) and a Man that believes,that by the word Hell in 
this place is meant only the Grave, have not two diffe 
vent Faiths, \Gentlemen, I fend you this, that I may 
be fatisfied in this poimt : For b confefs, 1 am not able 
to da it my fely, therefore I promife my fe/f from you 
an Anfwer, which will infinitely oblige your Humble 
Servant and Friend A. B, 

A, We agree with You that an Article of Faith 
fhou'd contain a Dottrine Neceffary to Salvation, 
But then we muft acquaint you, that the, Defcent 
into Hell does Vertuaily contain {uch a Necefla 
DoGtrine. For as it aflerts the Exiftence of Chrift's 
Humane Soul,fo to believe, that Chrift Had an Hu- 
tane Soul, is Neceflary to Salvation, For that it 
: 0, we beg leave ta evince’from thele Parcicu- 
ars. ” 

_ 1. To believe in Chrift as Man as well as God 
is reprefented in the Scripeures as an Ipdifpenfible 
Object of Faith ; and thetefore the Nicene Creed 
dues no: only fay, and was Incarnate by the Hoy 
Goyt of the Virgin Mary; but alfo adds, And was 


made Man. And the Athanafian Creed moft Ex- 
prefly fays Per feti God and Per eé Man, and then 
proceeds as it were, to define thar Perfect Man; 
of a Reafonable Soul, and Humane Flefh (ubfifing. 
For as Man is a Compound of Soul and Body, fo 
Nothing can pais under that Denomination, which 
wants the Principal of it's Two Integral, two Effen- 
tial Parts, 

2. If we diveft Chrift of his Humane Soul, we 
fruffrate the defign of his Incarna:ion. For why 
was the Word made Flefh, bur chat He mighr fuffer 
for Us in our Own Natore ; in All things it bebov'd 
him to be made like unto bis bretlwen, that be might 
be a Merciful and Faithfui High-Pyicft in things per- 
taining unto God, to make Reconciliation for the Sins 
of the People. Bur can He be faid to take Our Na- 
ture upon him, who affumes bur our Perifhing, our 
Mortal Parte Can He be allow’d to be made like 
unto his Brethren in 4/ things, who is not like chem 
in their Durable, in their Immorca! Parr. 

3. Unlefs we maintain the Humane Soul of 
Chrift, we cannor éffirm, chat he fuffer’d unto Pon- 
tius Pilate, For what part of him cou‘d have {uf- 
fer'd ? Cou'd his Dwinity ? That was Impoifible. 
Cou'd his Humane Body ? All Senfarion ( whether 
Agreeable or Dilagreeable ) is uierly Incompatible 
to a Material Subftance. 

But fome may be ready to enquire, it Chrift’s 
Defcent into Hell vertually contain a Dodtrine Ne- 
ceflary to Salvation, why ir fhou'd be chought an 
Unneceflary Article; to which we an{wer, thar 
tho’ ic vertually contain a Neceflary Doctrine, yet 
that Neceflary Doctrine is vertually contain’d in 
other parts of the Creed. And, tho’ « may be re- 
plied, thar the Apollinarians Eluded the force of the 
other Articles, and therefore one was added Inca- 
pable of Eiufion, we may yet rerort again, 1, That 

as we have already. fiew'd ) an Addition might 
pe tien made ot a more Dire, a more Peripi- 
cuous Article. 2. That ir may be ask’d, whether it 
was worth the while to Add to. fo thort a Summar 
in Contutation of the Apolfinarian Herely ; ef 
ally Gnce no Addition was made to baffle the Sub- 
rilty ‘of the Arrian Hereticks. For tho’ Apollinaris 


ud ( enon ot Lacdicea ) was fo 2 atine le a Per- 
fon, that be was look’d wpon as the brighteft Orna- 
ment’df the Charch, the Defender ot the Faith, 
while he continued en is mp °F 

, an i 





jas a the Principal of thofe Three, in 


Pbsiefter the Great Athana was 


arifon of whom 
pores but a Child ; yet his Herefy.( 
ftanding fo confiderable a Patron’) cou’d not ha 
been a more dangerous Confequenge than that of 
es tho’ we be enclin’d to think, that the Arti- 
cle has been more Unneceffary, fince the Apollina- 
rian Herely has been extinguifh’d ; yet we cannot 
bur confider, thar fince the Church of Rome was 
ready to attack our firft Reformers wth the Charge 
of Novelty, tho’ it were bar for rejecting her No- 
vel Do&rines, they might therefore be more ex 
ceeding tender, how they rejeted a Doctrine, that 
was Ancient,Comparitively Ancient, left She fhon’d 
Triumph (how eecinct) BO fuch Re- 
jeétion and Reinforce her Charge with an Addi- 
tional Advantage. 

As for your later Argument, namely, rharfo ob- 
fcure an Article occafions fo great a Variety in our 
Belief ; it were to be with’d indeed, that we cou’d 
be as Unanimous in This as in the other Articles : 
Bur fince the matrer will nor admit of fo Univerfal 
a Confent ; fince we are Confidering,how we may 
be able to Comply, where Necefficy makes a de- 
mand of our Compliance, we Prefume, thar we 
may Lawtully Comply with the Article before us, 
tho’ Differently underftood by the Perfons, that re- 
peatit, fince we may yet All Harmonioufly agree 
in one Common Faith, namely, that Chrift bad an 
Humane Soul, 

Q. 1 would defire you in your next to Anfwer the 
following Queftion, viz. Why Women have the Vapors 
commenly more than Men, 

A. By the Vapors we fuppofe you mean Hyfteri- 
cal Paffions, which Women are moftly afflicted 
with ; becaufe inthe Syftem of the Nerves as allo 
the Brain is fofrer and weaker than that of Men; 
fo that the Paffions of Anger, Fear, Sadnefs, &c, 
as allo troublefome or terrible Objects, eafily per- 
vert the Difpofitions er Functions of thofe Parts, 
which, when they are once hurt, are for the Molt 
part afterwards accuftomed to thofe Irregularities. 

Q. Prey, Centlemen, What may be the Canfe, why 
fome Perfons riding in a Coach become fo very fick, 

A. The Joking or Agiration of the Coach caufes 
the Spirits in the Brain ro fluctuate, and thake. dil- 
orderly, whereby they are prefently inbibired from 
their wonted courfes into the Nerves; whence the 
Circulation of the Blood is retarded, and thole 
fick Fits, Vomitings, and Syncopes prodaced. 

Q. What is the Caufe of that we call a Hare-lip ? 

A. It is poe held to proceed ffom the Force 
of the Mother's Imagination, Of great Frighrs ; 
which are the Common Caufes of Pracernacural 
Births. : 

Q. Pray let me know, if Strong Beer will create a 
Red Nofe. 

A. Strong Beer and other hot Liquors are com- 
monly the Canles of Red Nofes and Faces, by. heat- 
ing the Liver, Sort and Inflaming the ; 
Bur tho’ chis Difeafe moftly bitenhds the Profeffors 
of the Por; yet may we fometimes obferve.it in o- 
thers the Moft Regular, which nuft then proceed 
from fome Diforder in their Natural Conftiruzien, 
or habit of Body. “ 3 

Q. Gentlemen, I defire to know who was the fuft 
Man that was Drunk with Strowg Drink, Wine Ex- 
cepred. , . 

oe Moft Probably, the firft Author of fuch a 
wife Queftion, ~ ; Fh | 
mS si In the if ny v Mr. Aaton 

ill's Travels, the Story of their ill fucce/s and ftrange 
Delivery in ch ey ¢ Catacomb, looks Ii v4 - 
Devili{s Romance ; ny Self and 5 more who defign 


-” 


to fubfcribe for the Benefit of the 7th Book (now at 4 
Tavern and difcour{ing aboue it ) refolve to fulpend our 
Subferiptigms, ’till we have.jyomr-Opinicn concerning the 
Picbalilitgy We rather Verity of that Relaticn, a con. 


vincing Anfeer ( if 
owas Subferibers. 


A. Tho’ it might be fufficient ro fay, that the 
Author is publickly known to be a Gentleman, and 
a Man of Honour, who wou'd fcorn to prevaricate 
in his Account ; yet for further Satisfaction, Incre. 
dulous Perfons may enquire of Merchants, conver- 
fant with thofe Parts,and who know the Nature‘ahd 
Difpofition of the wild Atabs,whereby they will nor 
only be convincd, that the Relation is highly Pro- 
bable and Genuine ; but alfo when they come to 
read the fucceeding Sheers (fome of our Socier 
having feen the Manufcript ) they will find fuch a 
Connexion. of Parts and convincing Proofs, as will 
pur them paft all doubt of the Probity of the Rela. 
tion. 

And fince the Querift- feems to ask-our Opinion 
of the Book propos’d, we can do no lefs than tell 
him, we do-nor only think he wrices unqueftionable 
Truth, but are affur'd the Book contains a Fuller, 
more Improving, and far more Diverting Account of 
all the Subjects which it treats of, than any Now 
extant either Docs or Can pretend co give ; The 
Author having had fuch Opportunities of penetrate. 
ing into the Arcana’s of the Turks Seragho, and other 
Secrets ot the Country, as were never yet attain’d 
by any Traveller, and will make the Boo/; not only 
welcome to His Countrymen, bur every orhert Chri- 
Rian Nation. 


that may be) will Encourage and 





POEMS. 


Q. F* Spring of Light, great Ruler of the Day, 
Wh0fe radiant Eyes the lower World furvey; 

From whom a thoufand Pleafures ever flow, 
To whom we Life, and all its Bleffings owe 5 
To your exalted Throne an humble Swain 
Puts bis Petition up, and hopes it not in vain: 
I Love, and long bave Loud a Charming Maid, 
To her my Nows and early Wifbes paid ; 
And in the fecret Silence of the Night 
Of ber I dream, nor the returning Light, 
Like gliding Gho(ts, can banifh Her away, 
From that fond Heart, where her low'd Form wil! ever 
| (fg. 
The pitying Fair fees with relenting Eyes 
My Languifbment, and hears my dying Sighs ; 
But feven long Years like Fate between us ive, 
Year's Deftin'd all to eaflefs Mifery. 
Fool that I was, in Bisfinef Noife and Strife, 
1] loofe the dear, the blooming Spring of Life : 
My firft beft Days, while my bright Charmer dwells; 
Near blifsful Groves, where warbling Philomels 
With evining Songs proclaim approaching Night. 
Tell me,ithen tell me, glorious God of Light 
Since me fhe Loves, but hates my Calling, Low 
To make ber loftier Soul fo much beneath bier Bow: 

A. Fond Swain, alas! Your Tuneful , Lines im- 


: ee ( path 
As yet the. Nymph has. not refign'd ber: Heart ; “ 


id 












ofoa & 


For Love makes all Things Level, no Degree 
Reftrains the Pow'r of thar great Deity. 
When He has once poffefsid her Yielding Mind, 
No Diftance then, in any State You'll find. 
May it pleafe yout Worfhip, 
Q. The Ladies for your Sons have fu'd, 
And Quickly have Their Hearts fubdu'd ; 
Their Great Succefs, makes me Come after 
To Know, if you bave e'er a Daughter, 
That’s Single, and Inclin’d to wed, 
And freely would to Church be Led ; 
To tye a Knot, that holds folks faft, 
As long 4s Life it felf doth Laft ; 
If fo, I'm Her's, both Young and Chafts 
Your Humble Servant in Great Haft, 
Evander. 
A. Thofe for Apollo's Sons have Mov'd, 
Produc’d their Charms to be Belov’d ; 
Youth, Beauty, Virtue, Wit, we're told, 
We mean they had all thefe in Gold : 
Pray what befides (if you've a Mind ¢’ her ) 
Your Wit, can you make ’er in Joynture ? 
Dependance flight, for Her Deferving, 
Which {carce will keep your felf from Starving ; 
If you've no more Inheritance, 
She never to your Pipe will Dance. 
Q. Sagacious Sens of bright Apollo, 
The Glory of the Britifh Ifle, 
My following Query pray Infpe& 5 
Vouchfafe i¢ your Aufpicious Smile. 
Tell, which the greater Artift, He 
Whofe Pencil Nature does purfue 
In Lively Touches, or the Man, 
Whoofe Art, bis curious Sculptures fhew. 
A. The Carver out of Bulkey Matter, 
Proportion, Forms and Features gives, 
The Painter raifes Bulks on Flats, 
And th’ Figure by his Colours Lives. 
The Firft by Geftures, Paffions fhows, 
The Laft does with Complexion Grace, 
Tho’ both appear Infpir'd by Heav’n, 
The Firf? tuft vo the Lf give Place. 
Q, Love, alas! alas! 1 Love 
One, ‘tis smpoffible to move ; 
And therefore for the fake of Jove, 
Inftrudk me to remove. my Love 2 
A. A Cure in 56 you'll find, 
Kor’ that Green-ficknefs.of the Mind. 
 Q. Apollo, I’ve beard 
Of a Reverend Beard, 
Which was Black, Sandy, and Grey : 
Pray, tell me, from whence 
Thefe Effetts did commence, 
And Fl worleip-yon-Ee'ry Day. 
A. Sach a Beard we ne'er knew, 
Nor, perhaps, eer'did you! 





Such a Rarity fee any Seaton : 
But if fo, we affare ye 
"Twas lufas Natura, 
Which ar prefent fhall ferve for a Reafon? 
Q: Ye Unimitable Foves, 
Help to comzuer my Foes, 


For I am ina Defp’rate Condition : 


_ He Errs, who.on Grave Subjetis, Florid writes, 


Tis Laurence, fome call, 
That does me inthrall, 
I Pray ye to atcept my Petition: 
And now tell me frait 
( For it’s worfe if I wait ) 
The Cure of this Dangereus Diftemper, 
What is tobe apply'd 
( Many ways have been try'd) 
And I'll never in Contra more enter: 
Yours, Lazy: 
A. Your Condition is Bad, 
If as abovefaid ; 
And in thefe or the like Defperations, 
No time you mutt loofe, 
But a ftrait Method ufe, 
And be ty'd to fevere, Applications, 
Now a Good Oaken Plant, 
O’er the Shoulders Paffanr, 
Cures the Symptoms of Laurence’s Breeding : 
But if that fhall yield Lefs 
Than the Wifh’d-for Succefs, 
Nought will do, but a Bridewel/ Proceeding, 
Q. Hail Mighty Sires! Whofe bright Refulgence 
( Shines, 
With Radiant Beams,that Animate your Lines ; 
Whilft Men their Trophies to your Honour Raife, 
Applauding Angels Celebrate your Praife : 
That all in Chorus [hall for ever blefs, 

Your Mighty Labours and your vaft Succefi; 
Hail you, who on the Throne of Wifdom Sit! 
Deign once t’ Explain the Miftick Scene of Wit * 

Tell me, for furely you or none can know, 
The Sacred Streams, that to it's Ocean Flow. 
Teach me the Glorious Paths, that you have trod, 
To mount like you as Rivalls to the God. 
Strephon. 
A. Wie is'a Subject nor to be Defin’d, 
Whilft Heavy Organs Influence the Mind ; 
Some flight Effays we may prefume to give, 
Bat firft we'll anfwer in the Negative : 
"Tis not i Learn'd, Myfterious Wordst Exprefs, 
Which mote of Pedantiy, \han Wit confels; 
Ik rarely, very rarely thines in Satyr, 
Whole Flights arife from Envy or Iil-nature, 


Much lets in Lew'd, Prophane, Opprobrious senfe, 
Thole Vicious Habits are, and Impudence ; 


And He, who Nervous Senfe on Tos soar es 











‘ but never Any Perfons who defire to become Subferibers, 
qn Banter -aaed md , a a 2 Mr. Hill’s Prefent State of Aithiopia, , &e, cone 
Smart Repartee may Soar, du ’ have a Receipt brought them for the Subicription. 
= . | P Mo- 
No, ‘tis a THOUGHT fprang from aRay Divine, ney ander te ee en ane, Wee coat? 
. +t - this Pa Who may be In wit ‘Money 
Which will through Clouds of Low'ring Critices ie Poe rif required. we 
( Shine : Note, That Her Majett y hath been plea fed to Ho. 
When in a Clear, Innubilous Serene, nour the Undertaking with her own Subfcription ; alfo 


; : _ his Royal Highnefs and greateft part of the Nobility of 
The Soul's AbftraBed, Parg'd from Drofs and Spleens sone and North gritains eed everal ruedvn ? ty _ 


When She her Lucid Intervals maintains, Note alfo, that as foon asthe Author hashis defien’d 


‘dhe! : Complement, which he doubts not of in a fhort 
Freed from Terreftia! and Organick Chains ; He Pal adente of 4 note Sébictibere ume, 


When She is All Her Self, and on her Wings, Subicriptions will be taken in at Mr. Mayo’s at the 
Tis then True Wit, which in Extatich Charms She Printing PrefsinFleet-ftreet till the Number iscompleated. 


(ing) OO se 





af Any Perfons upon Dire&ting their Letrers ( Superfcrib’d fo 
Note, That Title Pages to the Britifh Apollo,may the Britifh Apo fo) to Mr. Keeble in Wefminfier tele Mr. Bick. 
be had by fuch who make Collections, of the Men oe. ida ge pe 2 Gookicllers, or me the Printer 
‘ . ; real, may hive "hts ’aper braught to their Houles (in t 
in their Walks, at a Penny a-piece. City or Sub bs) at'zs per Quarter, and the Monthly Paper 
at 64. per Quarter more: ‘Tiiole who come wi hin the Quarter, 
to have proportiona; Dedu€tions at the End. Alf Books of Guards 
neatly Bound, to Keep chem in, at 2 5. a-piece. Likewile whole 
Sets from the RBerinning, paying only 3s. 6. for all betore 


: Midfummer, and the re{t to go; at which Places Advertifements 
§ ] R, are rakem in at 24. 64. each. 
Nore, That they who live in the Country may appoint a 
. : Friend in Town t rake them in for rhem, or order fome Inn. 
H E advifes from Genoa Aug. 23. are, that Ad. Keeper ro pay ior them Quarterly. For we cannot depend on 
mical Leake having fail’d from Barcelona with 


na the Payment of Carriers, fince they Come not in on thofe hours 
2; Men of War, on board which the Count Cifuentes ag our Servants can meet with them in their Walks. 


had imbark’d with 2000 Miquelets, and 600 Men of 
Regular Troops, he avriv’d the 4rh Inftant betore Cag- 
liari, the Capreal City of Sardinia: The P lace was im- 
mediately fummon’d ro acknowledge King dm 
only 2 hours was allow’d them totake their Relolucon ; ye Se FF > > AT ’ 

Sey {Doms Oa © Eine to Mileii tbe Place was ADVERTISEMENT S. 
Bombarded til] the 17¢h. when the Governor having 

withdrawn himfelt, the Town furrendred. From the 4 . Pwd 

Camp betore Lifle Sept. 4th. ’Tis advited that the Ap- Vocal Mufick Lately Reprinted, 

proaches are carried on to the Covered way ; That ew Mugde ule - 

the Befieged make a refolure defence, and from time to i a Pa a Lge vd t ae Pp ‘ithed, 
time, throw Bombs into the (renches, and on the Bat- . irons rf Beer nc for Aubutt ‘». by — meson 
teries; A vaft number of Fafcines are ready iutheCanp Muficus, or a Monthly Entertainment o° Mufick. mace and 
to be ufed in filling up the Ditch when they have taken. conrriv'd for che Harpicord or Spinner, confifting of Preludes, 
the Counterfcarp. It was refolved that che Counter- Tocato’s, Airs, Leffons, and the motft favourable Song Tunes 
{carp thou’d be attack’d r Nie But ts anand be. rae ag mages Saige Ove Notn the Leflons are proper tor the 
caule of the Advice that the Enemy are marching to ay Sane, Garp an. 

attack Our Army. The Leteers trom the Camp at Pe- Majetty, te the? ey ge isd ‘ pa dy weed to rt 
rone Sept. 3d. Give an Account, that yelterday at$ in mer\et-Houfe in the Strand. 4. eve, Edividierl. thie: ot the 
the Morning a Colonel with 800 Horle was ordered to 


t : | Golden Viol and Fluce, in Cornhill, near the Royal-Exchange, 
wait on their Right for My Lord Duke, Prince Eu- And P. Randal, at the Violin and Lute, by Pau! grave, 


gene and the other Generals, who went at g aClock Court without Temple-Bar. 

to mark out the Ground for the Army to form in 

Order of Battle, if che Enemy fhou'd advance to- » QOdgings Healthtul, Pleafant, and Convenient, at 
wardsthem ; It was relolved the Army thou’d be pofted Clapham, about two Miles from London,!in an 
On the {pacious plain of Lifle, where the Enemy hag excellent Air, and looking out upon the Common, with 
fair Room to come at ‘em if they pleafe-FromtheCamp Conveniencies for fingle People, or a whole Fariily, 10- 
at Fretin Sept. 8.. The Motions of the Enemy having quire at the Widow, Gwrays, over againft¢he:Sun Ta 
obliged Prince Eugene to joya the Duke of Marlbo» vcrn, in Clapham, and You may know. further, —. . 
rough with great ‘part of the Army, the Atrack of ie ae ae 3 , 
the Counterfcarp was defer’d cill laft Night, when our INF, a Poem Pririted‘for William: Keble at the 
Troops alter a Vigorous Refiftance lodg’d: themfelyes Black-Spread-Eagle in Weltminfter-Hall. -. 0 
thereon, and they hope to be Matfters of the Towa in ol 

3 or 4days, The Advifes trom-the Hague Sep. 7. im- Shop near the Pump in St.-Panl’s Charchyard to 
port, hatche Duke of. Savoy has fo well fecured the be Let: Enquire et. Mg, Bickertons at che blows 
Pafles about feneltrelles, that in a few deysis expeGled ec-de-luce. = ae 

an account of the furrender ert Pines Foes Prince dnid-mat y ‘ ail . re i 
Fugeae Expects 4 Regiments of Impefial: goons, ght and Fife: Ith Ufquebaygh-to: be 28dkties 
witich prlfed cre Rhine at Cologa.the apg ne, and Mr, Walters at the Grocer’s Arms ja King Sees 
from the ‘Camp they fay, that after Lille is taken, the, Wedltininfter, and ar the Priater of this Paper} af Five 
Generals will uje their aemoft Efforts (to’ bring the Shillings per Quare, or two Shillings Six*Pénte per 
French to a Battle, and. Parte them.into their ows © Pint. © yi Pree. 
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